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Within next decade; long-life aspect, lower cost 
Transducing of image by electric signal--store or 


transmit to the ground 


NRP FY 1970 Budget considered. 


16 Sept 1969 


STAT 
Approved For Release 2005/04/22 : CIA-RDP85B00803R000100080016-9 


